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Matrix of Smoke Parameter by Method of Data Collection 
[Note: Bold print represents preferred method(s) of data collection for given parameter.] 
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Preferred method for documenting long-term or historical information. 
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Source: https://www.industrydocuments.ucsf.edu/docs/kslj0001 



































